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Problem 

There have been several reports of inaccurate results in the Descriptive 
Analysis package when using very large numbers. These are due to very high 
intermediate values in certain computations resulting in rounding errors. 


Solution 


The problem is corrected by following the steps listed below. 

1. CLOAD the Descriptive Analysis tape. 

2. Make- the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line; 450 IFSG<>0THENS>S3+(X(J)-AV) t3:S4-S4+(X(J)-AV) [4 

New Line; 450 S8 »S8-»-(X( J)-AV) [2; S3-S3+(X(J)-AV) [3;S4*S4+(X(J)-AV) [4 

Old Line: 460 IFSG<>OTHENS3“S3+(X-AV)[3:S4»S4+(X-AV)(4 
New Line: 460 S8-S8-t-(X- AV) (2; S3»S3+(X-AV) [3:S4»S4+(X-AV) [4 

Old Line: 750 ON1PGOTO800,860 
New Line: 750 ONIPGOTO800,857 

ADDITIONAL LINES (Type the line followed by an <ENTER» 

857 SD-0;V-S8/(N-1):IFV<-0THENV-0ELSESD-SQR(V) 

858 SG-0;W=S8/N: IFW<»0THENW»0ELSESG=SQR(W) 

LINES THAT NEED DELETED (Type the line number and press <ENTER>) 

810 

830 

3. Type CSAVE"A" to save the changes in the program. 

The modifications above will eliminate the "rounding errors" reported by 
sers of the Descriptive Analysis program. This fix will use 35 extra bytes 
of RAM. 























